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in the vertical partition, preventing1 the access of light to the plate. For time exposures the shutter Is set open by catching the trigger in the middle notch and using the cap. The speed of the shutter is varied by using springs ol different strength.
The Ck'rman edition of " Experimental Science " contains the following description of a magazine hand camera, Fig. i a:,which, singularly enough, strongly resembles that above
Improved Hand Camera
shown. It was invented by Dr, Krujjcncr, and differs in some respects from the above. It has u large finder, which includes the same area as the plate upon which the impression is taken. The finder lens is above the view lens, and the plates are transferred before the impression fa taken instead of afterward, as in the camera above? referred to.
A mahogany case of convenient form is divided into four compartments by horizontal and vertical partitions. Division b contains a mirror, b\ placed at an angle of 45", which throws the image formed by the lens, w, upon the ground glass, Aoo. It is inserted in slots formed in the lens tube, behind and very near the diaphragm. The narrow end of the plate, A, forming the fixed portion of the shutter is provided with ears, c <r, which act as guides for the slide, B. A clip, ct placed on the lower end of the plate, A, guides the lower end of the slide, B. It is held in place by a lip on the lower end of the plate, A. The plate and the slide are each provided with a circular opening a little larger than the largest aperture of the diaphragm,
